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BILL NO.R- 


82-01-41 


RESOLUTION NO. R- 05 -%^ 


A RESOLUTION on Leo R. Mathews, 
deceased superintendent of the 
Fort Wayne Filtration Plant. 


Leo R. Mathews was one of Fort Wayne's dedicated 
public servants. 

He took charge of the City Filtration Plant on 
January 1, 1934, after having supervised the building of 
the facility, which was begun in 1931, and completed in 
December, 1933. 

Prior to his being named superintendent of the 
Fort Wayne Filtration Plant, Mr. Mathews was associated 
for ten (10) years with Hoad, Decker, Shoecraft & Drury, 
the engineering firm which had the contract to design 
Fort Wayne's water plant. 

Mathews supervised the construction of the plant as 
resident engineer and stayed in the city to direct 
the operation of the water works plant in all of the 
years from and after January 1, 1934, until his retirement 
some thirty-one (31) years later on January 1, 1965. 

Mr. Mathews was a graduate of the University of 
Michigan and Tri - State College. He was not only an able 
engineer and administrator of said plant, but also was 
a dedicated person in the fulfillment of his duties over 
the years. 

BE IT THEREFORE RESOLVED that the City of Fort Wayne, 

Indiana, pay tribute to one of its most able, conscientious 

/ 

and dedicated servants, Leo R. Math 01 - 7 ®^- bv.narrincr th>? Citv 
filtration D lant of Fort Wayne, " r 
Filtration Plant". 


f' 







Read the f. 
seconded by 


ir§t£5Eime in full and on motion by 
, and dukia^opt" 


'"',ad the second time 

(and the City 


by title and referred to the Committee_ _ 

Plan Commission for recommendation)—and Public bearing to be held after 
due legal notice, at-"thg~eouns i 1 Chamj ^rs, City-County Building, Fort Wayne 
Indiana, on_ ( _, the _day of 



seconded by V c —, and duly adopted, placed on its 

passage. PASSED ^^rSTT) by the following vote: 

AYES NAYS ABSTAINED ABSENT TO-WIT: 

TOTAL VOTES ft D f 

BRADBURY 



BURNS 

^ _ 


EISBART 

^> 


GiaQUINTA 

_ 


NUCKOLS X 

SCHMIDT 

_ 


SCHOMBURG 



STIER 

_ 

_ 


TALARICO 

^ _ 


DATE: 




CHARLES W. WESTERMAN - CITY CLERK 
Passed and adopted by the Common Council of the City of Fort Wayne, 
Indiana, as (Z ONING MAP) (GENERAL ) (A NN EXA TION)- (S PECIAL) 

.(APPRORR I AT I ON ) ORDINANCE (RESOLUTION) NO. _ 

on the Yrt. _day of ^ ^ __, 19JTW- 


ATTEST: 


(SEAL) 


CHARLES W. WESTERMAN - CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 
the_ /<TZX _day of , 19 — , at the hour of 




_o f clock /Y .M.,E.S.T. 


CHARLES W. WESTERMAN - CITY CLERK 

Approved and signed by me this _ V>l^ d ay of \ ,■ v; , 

19 / at the hour of_ cX o 'clock \ . M. , E. S. T. 

Vn 




WIN MOSES, JR) - MAYOR 


















































































R-82-01-41 


BILL NO 


REPORT OF THE COMMITTEE ON CITY UTILITIES 


WE, YOUR COMMITTEE 0N City Utilities _ T0 WHOM WAS REFERRED AN 

ORDINANCE A RESOLUTION on Leo R. Mathews, deceased _ 

superintendent of the Fort Wayne Filtration Plant 



HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
BACK TO THE COMMON COUNCIL 

PAUL M. BURNS - CHAIRMAN 


MARK E. GiaQUINTA - VICE 


JAMES S. STIER 


JANET G. BRADBURY 


ROY J. SCHOMBURG 



























